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TEXAS TECH UNIVERSITY 

AC RC BOX 42002 
LUBBOCK, TX 79409 2002 


All redactions on this page are pursuant to (b)(6) & (b)(7)(c). 


Customer ID: 1480 
Certtricate: 74-R-0108 

Site: 001 
Inspection 

Type: ROUTINE INSPECTION 
Date: JUL-27-2005 


NO NON-COMPLIANCES IDENTIFIED THIS INSPECTION. 







